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or better still as slatted frames on which fiats may be placed. If the
flats are 12 by 18 inches, the benches will accommodate two rows of
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FLOOR PLAN OF A SMALL GREENHOUSE FOR PLANT-GROWING PURPOSES

them. The space under the benches may be used for storing fiats or for
forcing rhubarb or chicory. Soil may also be stored here, but it is better
to store the soil out-of-doors. If the benches are built solid, a two-incfa
space should be left between them and the outer walls.

Two LEAN-TO GREENHOUSES ON THE SUMS OF THE HOUSE OR